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TAGS: EAID 

SUBJECT: SPECIAL SELF HELP COLD STORAGE FACILITIES 

REF STATE 86840 

1. EMBASSY VERY GRATEFUL FOR PROMPT AND HELPFUL RESPONSE TO 
LAST REQUEST FOR INFORMATION, BUT STILL HAS SEVERAL MORE QUESTIONS. 

2. PER REFTEL, WE WOULD LIKE TO RECONFIRM THAT PRICE OF 4000 CUBIC 
FOOT BOX (4110-731-3258) IS NOW $14,740, WHICH WOULD BE A 
SURPRISING JUMP OVER THE $9,697, AS QUOTED WHEELER TO TYNES 
JULY 19, 1974. IN VIEW OF THAT APPARENT PRICE CHANGE, ARE THE 
FOLLOWING PRICES STILL CORRECT: 600 CUBIC FOOT BOX (41 10-731-3247) 

$2,967; REFRIGERATION UNIT (41 10-177-6142) $5,163. ALSO, WE WOULD 
APPRECIATE RECEIVING WEIGHT AND VOLUME SHIPPING MEASUREMENTS FOR 
DISASSEMBLED BOXES FOR CALCULATING SHIPPING CHARGES 

FROM DAR ES SALAAM 

TO BUJUMBURA. THIS IS NECESSARY TO ASSESS ACCURATELY FULL PROJECT 
COSTS AND GRB S 25 CONTRIBUTION. 


3. SINCE ENTRY INTO BOXES OF OVERHEAD RAILS IS NOT POSSIBLE, WE 
ASSUME EACH CARCASS MUST BE HAULED IN AND OUT BY HAND. IS 
THERE A MECHANIZED ALTERNATIVE? WHAT, IF ANY, APPARATUS IS 
PROVIDED WITH THE BOXES FOR HANGING THE CARACASSES INSIDE? 
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